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LIMITED OFFICIAL USE LONDON 09477 

EXCON 

E.O. 11652: N/A 
TAGS: ESTC, UK 

SUBJECT: RICHDALE ENGINEERING CO. LTD., UPDOWNHILL, 
WINDLESHAM, SURREY GU20 6DX, UK.: OEA/CD INVESTIGATIVE 
CASE 9(77)-6 

REE: LONDON 1770 

POST UNDERSTANDS EROM TRADE SOURCES THAT BELL (WHO NOW 
APPEARS TO BE EASTERN EUROPEAN, PROBABLY HUNGARIAN) 
REPORTEDLY HAS TAKEN DELIVERY OF CANON MASK ALIGNER 
SHIPPED EROM CANON (UK) LTD., AND THAT HE IS SEEKING 2- 
INCH AND 3-INCH WAFER CARRIERS. WE ARE PASSING THIS 
INFORMATION TO TED ELLERTON, CONTROLLER OF DEPT. OF 
TRADE'S EXPORT LICENSING BRANCH. 

BREWSTER 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 jan 1994 

Channei indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: ENGINEERING 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 15 jun 1978 

Decaption Date: 01 jan 1960 

Decaption Note: 

Disposition Action: RELEASED 
Disposition Approved on Date: 

Disposition Case Number: n/a 
Disposition Comment: 25 YEAR REVIEW 
Disposition Date: 20 Mar 2014 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1978LONDON09477 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Expiration: 

Film Number: D780251-1047 

Format: TEL 
From: LONDON 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1978/newtext/t19780656/aaaabwkv.tel 

Line Count: 43 
Litigation Code IDs: 

Litigation Codes: 

Litigation History: 

Locator: TEXT ON-LINE, ON MICROFILM 
Message ID: b7986088-c288-dd1 1-92da-001cc4696bcc 
Office: ACTION EB 

Original Classification: LIMITED OFFICIAL USE 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: LIMITED OFFICIAL USE 
Previous Handling Restrictions: n/a 
Reference: 78 LONDON 1770 
Retention: 0 

Review Action: RELEASED, APPROVED 
Review Content Flags: 

Review Date: 05 may 2005 
Review Event: 

Review Exemptions: n/a 
Review Media Identifier: 

Review Release Date: N/A 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
SAS ID: 2341196 
Secure: OPEN 
Status: NATIVE 

Subject: RICHDALE ENGINEERING CO. LTD., UPDOWNHILL, WINDLESHAM, SURREY GU20 6DX, UK.: OEA/CD INVESTIGATIVE CASE 9(77)-6 
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